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B. TRIANGULATION 


Compiled by E. М. Doveras v» 


GENERAL CONDITIONS FOR MAP CONTROL 


The boundary lines of all regular United States Geological Survey 
maps are parallels of latitude and meridians of longitude. In order 
that these shall be properly located and that intermediate points 
shall be placed in correct positions, some system of horizontal con- 
trol is required. "The method to be adopted for linear control should 
be fixed by the character of the country, one of the requirements 
being that all control work shall be so accurate that no errors will be 

. apparent in maps several times as large in scale as those to be pub- 
lished. Jn mountainous regions or in hilly, partly timbered areas hori- 
zontal control is effected by a system of triangulation, the whole area 
being divided into triangles whose apexes are represented by stations 
established on prominent points several miles apart. The angles 
between each station and all others visible from it are carefully meas- 
ured with a theodolite graduated to read angles by micrometer to 
two seconds of arc or by estimation to fifths of a second. One side 
of the triangles, called the base line, must be carefully measured 
with a steel tape, if its length has not been previously determined, 
account being taken of slope of the line, elevation above sea level, 
temperature of the tape, and other essential details; and for at 
least one station the exact latitude and longitude and also the azi- 
muth of one of the lines leading from the station must be determined 
by astronomic observations or by a connection with stations previously 
located. 

In heavily timbered areas, where it is difficult to see from any 
point more than a mile or two in any direction, horizontal control is 
best obtained from distances measured on the ground with a 300- 
foot steel tape, a record being made of angles measured with a transit 
at each bend in the line. Such control, called transit traverse, must 
begin and end at points whose positions have been previously deter- 
mined, and regardless of the character of the country such control 
must be carried around the edge of each quadrangle and once across 
its center east and west. 3 

Because of the great expense involved in base-line measurements 
and in the determination of positions from astronomic observations, 
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it is generally advisable to connect triangulation systems or traverse 
lines with positions previously determined, even though they may be 
a long distance away. There are now few localities in the United 
States that can not conveniently be connected with known positions, 
and therefore, before horizontal control work is begun, the records 
of the Coast and Geodetic Survey, the Lake Survey, the United 
` States Army Engineers, and other Government organizations should 
be examined in order to ascertain what positions in or near the area 
to be surveyed have been determined and are available for use in 
the work in hand. 

Wherever possible, geographic locations should be based on the 
North American datum (formerly known as the United States 
standard datum), for there is in many localities a considerable differ- 
erence between the standard and astronomic data. 

The results of triangulation or transit traverse by the Geological 
Survey can always be obtained by anyone having occasion to use 
them by applying to the Director, United States Geological Survey, 
Washington, D. C. 

The United States Board of Surveys and Maps has fixed require- 
ments for triangulation control, from which geographic positions are 
to be computed, as follows: 


First Second Third 
order order order 


Devorar oa Llo Із кес: З ti ана адам seconds... 1 3 5 
1:25, 000 | 1:10, 000 1:5, 000 


(ОО h L Er TA E S E C S Е 


Triangulation by the Geological Survey as described on the fol- 
lowing pages, which is intended for map control only, is classed by 
the Board of Surveys and Maps as of the “third order,” consequently 
the triangles should close with an average error of not more than 5 
seconds, and the check on the terminal line or base must not exceed 
1 part in 5,000 of the length of the line. Triangulation of the two 
higher orders serves both for geodetic investigations and for map 
control At present such work is carried on by the United States 
Coast and Geodetie Survey in accordance with special instructions 
prepared by that bureau. 


TRIANGULATION FIELD WORK 
GENERAL REQUIREMENTS 


Amount of control.—At least three serviceable stations of the third 
or a higher order must be established for each quadrangle, regardless 
of the scale of the map, and as many more as may be necessary to 
afford adequate bases for plane-table control. In addition, а number 
of secondary points—such as church spires, windmills, water tanks, 
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trees, and in high mountain regions some of the more prominent 
summits—must be located by intersection and checked by angles 
from one or more stations or by the “three-point method," which 
gives satisfactory results if a fourth point is sighted for a check. 
Where no such objects are available, at least two points should be 
flagged for intersection if practicable. These points are intended to 
afford supplemental control for the topographer and should be selected 
with special reference to their usefulness in that connection. 

The triangulator is also expected to locate, when practicable, either 
by direct measurement from his stations or by the three-point method, 
conspicuous objects, marks on State and county boundary lines, and 
township and section corners. Especial attention should be given 
to township and section corners because of their recognized value in 
the control of the land-line net. The General Land Office will on 
request addressed to the Washington office detail a cadastral engineer 
to assist in finding and identifying corners of the public-land surveys. 

Selection of stations —Stations should be selected and signals built 
before any observing is done, and to this end the triangulator and 
his assistant should make a reconnaissance over the area to be con- 
trolled. This reconnaissance should be thorough enough to disclose 
every practical scheme of triangulation and the angles at each point 
should be measured with a prismatic compass and platted with the 
protractor so that the size and proportions of the figures may be 
ascertained. All preparatory work, such as setting tablets and posts, 
erecting signals and scaffolds, clearing lines of sight, and obtaining 
consent of the owner, if on private land, should be completed during 
this reconnaissance, so that the final observing may be performed 
with economy and dispatch. The reconnaissance affords the trian- 
gulator opportunity to acquaint himself with the shortest routes of 
travel, the best stopping places, the available camp sites, water holes, 
pastures, and trails, and the best routes for scaling each peak to be 
occupied; and it enables him to gain a familiarity with the special 
character of each station and its signal which will be invaluable to 
him in identifying the points when he sights them later оп. Each 
station must be named, and as station names are to be published, 
efforts should be made to select those which have local significance. 
The name selected should be stamped into the metal station mark 
with steel dies. 

F'igures.—The most desirable groups of triangles consist of either 
quadrilaterals with both diagonals sighted or central-point figures 
with four to seven sides. The triangles composing these figures 
should be well proportioned, angles measuring not less than 30° 
nor more than 120? each. The scheme should not be allowed to 
dwindle down to single, unsupported triangles, and especial care 
should be taken to connect the work done with other work by means 
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of well-proportioned triangles. Overlapping figures or an excess 
of observed lines beyond those necessary to insure а double deter- 
mination of each length are undesirable, although a diagonal through 
some figure may occasionally be valuable as & check. As a rule 
additional lines of this kind only complicate the main scheme with- 
out materially adding to its strength, and the numerous observa- 
tions made for them are discarded by the computers as superfluous. 
Judgment is to be used in this matter, however, for in many regions 
the atmospheric conditions are exceedingly uncertain, and the ob- 
server can not always count on being able to see in both directions 
over every line that may be essential to the main scheme. In such 
regions it is well to err on the safe side and obtain too many data 
rather than too few. 

Angles should be read to all prominent points outside of the area 
for use in future expansion, even though the points lack signals or 
are not sharply defined. 

Secondary points.—In cutting in secondary points for topographic 
control it should be remembered that locations that depend on two 
sights only, even if the angles are of adequate size, are likely to be 
of doubtful value, because of the absence of any check on possible 
gross errors in observing or computing, or because of the possibility 
of mistakes in the identification of the points. An endeavor should 
therefore be made to obtain at least three sights to every secondary 
point, even if the triangles are not of the best shape. Observers are 
especially cautioned not to slight the location of secondary points 
merely because they happen to be of no importance in their scheme 
of figures. Аз the topographer may find it expedient to start his 
control from a secondary point, а blunder in the location of such а 
point may result in his starting with an erroneous base and having 
later to make corrections at а great cost. 

Consent of owner.—Before a site for a station on private land is 
selected, the written consent of the owner should be obtained, if 
practicable, for establishing а permanent station mark and erecting 
the required signal. If a summit must be cleared of timber, or if 
lines of sight must be cut, the value of the timber to be cut should 
be definitely fixed and agreed upon with the owner before cutting 
is begun. | 

When it is necessary to clear away timber and the owner or agent 
for the ground can not be reached without great delay, three resi- 
dents of the locality should be asked to appraise the value of the 
timber cut and to sign a written statement regarding it. This state- 
ment should be forwarded to the office of the Survey for consideration 
if а claim for damage is filed. 

Station marks.—Tlriangulation stations must be permanently 
marked by standard bench-mark tablets, each tablet to be set in 
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rock in place or in the top of a concrete or stone pier. (See pl. 4 


and also p. 120 of leveling instructions, for instructions in regard to 
setting tablets.) When practicable, bottles or other imperishable 
material should be left as subsurface marks. 

Two or more permanent reference marks should be established 
about each station mark. These may consist of holes drilled in rock 
in place in which a metal reference mark tablet is to be fixed, with 
the arrow pointing toward the station; spikes in roots of trees; or 
large stones set solidly in the ground. The azimuth and the distance 
to each reference mark must be duly entered in the field record. 

When old stations are revisited and any of the marks are found to 
be defective or to have been destroyed, new marks must be estab- 
lished in their places, and a report regarding them must be sent at 
once to the Washington office. 

Signals.—Triangulation signals must be built with a view to their 
permanence as well as to their visibility. "They may be of various 
forms, the form selected depending on the locality and the materials 
at hand. Thus, a signal оп a bare mountain peak may be a rock 
саіга; one on а partly wooded summit may be a straight tree, the 
surrounding timber being cleared away; one on cleared land may be 
& tripod or quadripod. (See pl. 1.) 

Rock cairns should be not less than 8 feet high and should be well 
put together, so that they will withstand strong winds and heavy 
snows. А pole or а small green tree placed in the top is of advantage 
in sighting. 

Signal trees are most satisfactory if stripped of their branches, 
except a tuft at the top. They form the best of targets when sighted 
against the sky, but if they are to be sighted against a dark back- 
ground, they should carry two triangular targets 3 to 6 feet on a side, 
placed at right angles to each other and covered with white cloth. 

Tripods or quadripods should be built of sawed lumber if such mate- 
rial is available. For the legs and center pole 2 by 4 inch scantlings 
may be used; for the cross braces 1 by 6 inch boards. The base of 
the pyramid should be large enough to permit a theodolite to be 
set up under the center pole. In order to increase its visibility, 
boards may be nailed across the sides about a foot apart and cov- 
ered with signal cloth, and cross targets may be attached to the center 
pole above the apex of the pyramid. The best colors for this cloth 
are white and black or white and red. 

Most signals stand in exposed places and should be securely 
anchored to prevent their being blown over. The legs of tripods 
and quadripods should be placed in the ground at least 2 feet; each 
leg should be fastened to a “deadman” and the hole filled with 
thoroughly tamped earth or rocks, or else a stake 4 feet long should 
be driven into the ground at an angle with each leg and i 


ў e 
e ZAKtAp © 
= SEOLOG) > 
vm ai 


52 TOPOGRAPHIC INSTRUCTIONS OF GEOLOGICAL SURVEY 


to it. If the ground is too rocky to permit the digging of holes, 
a 4-foot crosspiece should be nailed to each leg at right angles flat on 
the ground and weighted down with rocks. Signals built on solid 
rock should be fastened to ring bolts leaded or wedged in holes drilled 
in the rock. 

Observing towers.—High observing towers (pl. 1) should be avoided 
wherever possible, but where local conditions make them necessary 
provision should be made for determining the azimuth from the tower 
to some point visible from the ground. If no permanent object is 
visible, an azimuth mark should be set at least 500 feet distant and its 
direction determined, with at least one check observation. A descrip- 
tion of the azimuth mark in sufficient detail to make its identifica- 
tion certain should be recorded. The distance to the mark from the 
station, either measured or estimated, should be stated. 116 becomes 
necessary to elevate the instrument, a scaffold must be erected in the 
form of a tripod, capped with a thick board 12 inches square to sup- 
port the instrument. Around this scaffold, but entirely independent 
of it, should be built another, in quadripod form supporting a platform 
on which the observer is to stand. If very high such a scaffold 
should be composed of successive bents, each 8 or 12 feet, with diagonal 
bracing. The outer scaffold is to serve also as a signal and for that 
purpose should extend at least 6 feet above the observing platform and 
be surmounted by a mast bearing cross targets. Before fixing signals 
in position the direction in which sights are to be taken should be 
carefully ascertained, so that no woodwork will interfere with the 
observations. 

The size of the timbers to be used necessarily depends on the 
height of the structure. The amount of lumber required may be 
determined by means of a rough drawing of the structure to scale. 

Centering of signals.—Signals should stand over station marks 
wherever possible, so as to avoid the necessity of computing swings 
for the angles. Great care must be taken to insure perfect centering 
of signal and scaffold over the station mark, a plumb bob being used 
for this purpose. 

If centering the signal is impracticable, as it is with a tree signal, 
the distance and bearing of the signal to the station mark must 
be carefully measured and recorded. 

The permanent mark, tablet, or concrete post must always be 
considered the station for which the geodetic position will later be 
computed, and when observations are made for angles the theodolite 
should be set up over its center if possible. If it is impracticable to 
center the instrument over the station mark, the distance between 
the point occupied and the station mark must be carefully measured 
and recorded. One or more sets of angles must also be read between 
the station mark and the other stations, in order of azimuth, pref- 
erably with the 0° 0^ 00’’ for the pointing to the station mark. 
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Heliotroping —The heliotrope outfit commonly used by the Survey 
is either the Steinheil or а plane mirror with а screw hinged to the 
back to give it universal motion and improvised diaphragms of tin 
or wood with round apertures. The plane mirror is generally pre- 
ferred to а heliotrope of the more elaborate form. 

А heliotrope is usually set up by mounting the mirror on a stake 
or board immediately over the center of the station and the diaphragm 
on another stake, 10 or 20 feet away, carefully aligned with the distant 
station. The operator must constantly watch the reflection from the 
mirror and keep it symmetrically over the aperture. If the sun is 
back of the observer a second mirror, a foot or two from the first, may 
be used to reflect the light into the first. 

To the observer the flash should appear as a clearly defined point 
of light; if of appreciable size it will be necessary to bisect it, and an 
error is thus likely to be introduced. "The apparent size of the flash 
depends more on the steadiness of the atmosphere than on the size 
of the aperture. Ап aperture greater than 1 inch will not be required 
in Geological Survey work. 


PERSONNEL AND OUTFIT OF PARTY 


In general each party consists of a chief of party, who acts as 
observer, and a recorder; also а cook and а teamster (or packer) 
when camping is necessary. Additional men are required for helio- 
troping, one for each heliotrope station, and local laborers may be 
employed to clear timbered summits or to erect large signals. 

The following instruments and books are used in Geological Survey 
triangulation for map control: 

One 8-inch theodolite, with leather carrying ease and shoulder straps, or 
а transit. 

Two pairs field glasses. 

One prismatic compass. 

One protractor (6-inch celluloid, full circle). 

One boxwood scale, graduated to inches and tenths. 

One 50-foot steel tape, meters on back. 

Two electric hand lamps. 

One 6-foot steel tape. 

Heliotropes. 

One plumb bob. 

Triangulation tablets. 

Cement, cans. 

Signal notices, printed on cloth. 

Climbing irons, for use in wooded regions. 

Sun umbrella |For use in regions where improvised sun and wind shelters 

Wind sereen | ean not readily be built. 

Triangulation field notes (9-912). 

Computation of geodetic distances (9-901). 

Computation of geodetic coordinates (9-902). 

Computation book, blank (9-889). 

Polaris positions for year. 

Geographic tables and formulas (Bulletin 650). 

Seven-place logarithmic tables. 

A good watch must be provided by the chief of party. 
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The following articles may be purchased in the field: Ax, hatchet, 
saw, nails, tacks, signal cloth, guy wire, stone drills (114-inch bit), 
drill hammer, posthole digger, wire cutter, and brace and bits. 

For the standard triangulation of the Geological Survey an 8-inch 

. theodolite reading by micrometer to 2 seconds of arc or by esti- 
mation to one-fifth of а second is used. 

For the horizontal control of small areas inside of large triangles 
or inclosed by belts of triangles, & vernier theodolite or transit may 
with the approval of the division chief be substituted for the more 
accurate micrometer theodolite. 


CARE OF INSTRUMENTS 


Too much emphasis can not be laid upon the importance of care 
in the handling and transportation of instruments. Every employee 
intrusted with instruments in the field will be expected to keep 
them clean and in adjustment, to protect them from undue wear, and 
to return them to the custodian in fit order for use. 

Minor. repairs.—REach topographer should provide himself with a 
few simple tools and supplies, such as а small pair of pliers with side 
wire cutter, screw drivers of two sizes, small flat and round files, a 
spool of soft copper or brass wire, а few assorted brass nails and 
screws, a bottle of oil, a bottle of liquid shellac, spider web, and plaster 
of Paris, all of which may be used for minor repairs to instruments. 

Field work should never be delayed by sending an instrument 
away for repair if the topographer can possibly repair it himself. 
Even crude repairs may often be made to serve until а new instru- 
ment can be procured. 

Setting of bubbles—F¥or setting level bubbles a small supply of 
plaster of Paris should be kept on hand. For use the plaster should 
be mixed with water to the consistency of a thick paste. If plaster 
is lacking, strips of paper may be used, but these should never be 
jammed in very tight, as the pressure may distort the glass and thus 
vitiate the bubble reading by an appreciable amount. А reflecting 
surface of colored paper should be placed under the bubble in order 
to make the graduations more readable; a subdued green or blue 
tint is recommended. 

Mounting of cross wires.—For mounting cross wires a small bottle 
containing shellac dissolved in alcohol, a pinch of beeswax, and a 
pair of dividers or a forked stick are needed. The best spider web 
is, of course, a freshly spun one from a small spider, for this will be 
both clean and elastic; but as spiders are not always available, it is 
well to keep on hand a spider cocoon. Such a cocoon will furnish 
webs enough to last for years, although with age the threads become 
stiff and brittle and therefore more liable to break from a jar to the 
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instrument. Most webs taken from grass or bushes are rough, 
coarse, and dirty. 

To draw the reticule from the instrument, unscrew and remove 
the eyepiece slide; then take out two opposite capstan-headed screws 
and loosen the other two. Using the latter two as handles, revolve 
the cross-wire ring 90°, insert a pointed stick through the end of the 
telescope tube into а screw hole in the ring, and, using it as а handle, 
remove the other capstan screws and draw out the ring. То replace 
it in the telescope, reverse this procedure. When in place the cross 
wires should be on the side of the ring toward the eyepiece. 

Having pressed a bit of beeswax to each prong of the dividers or 
forked stick, let а small web fall from the end of one of the prongs, 
or pick with it from a cocoon a single thread, pressing the thread 
into the beeswax, stretch the thread moderately, and attach to the 
wax on the other prong. If an old web is used, it should first be 
dampened by dipping in water for а few seconds. In place of the 
dividers or forked stick, small sticks or lumps of wax may be at- 
tached to the web about 2 inches apart. Place the web across the 
reticule, using а magnifier to insure its coinciding exactly with the 
marked lines. Put а small drop of shellae on each end and leave 
until dry. 

Cleaning instruments.—Instruments having working parts exposed 
to air and dust require cleaning from time to time. Such exposed 
parts as the threads of tangent screws are particularly liable to collect 
dust and grit and should be wiped frequently with an oily rag, then 
rubbed dry. Only the best quality of clock or watch oil should be 
used for this purpose. 

Steel tapes should be cleaned and oiled after use. АП moisture 
or grit must be wiped from them each time they are reeled, or they 
will deteriorate rapidly. 

Neither the object glass nor the eyepiece of a telescrope should ever 
be rubbed with rough cloth or with the fingers, as the glass may 
thus be permanently scratched. The lenses should never be removed ` 
from the cell that holds them nor separated from one another. 

Packing and shipping.—ln shipping instruments by freight or 
express transit and theodolite boxes must be filled in with paper or 
cloth, so that if any part of the instrument should jar loose during 
the journey it may not roll around in the box and damage other 
parts. Heavy articles, such as compasses, aneroids, or other small 

-instruments, should never be placed in the instrument box. "The 
micrometers of theodolites should be wrapped tightly with cloth, as 
they are easily jarred loose. "The same precautions should be taken 
when these instrument are to be transported by pack train. 

‘On no account should any instrument be shipped by express or 
freight in its own case only. A wooden box, large enough to permit a 
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generous amount of excelsior, hay, or other padding around the 
instrument case, should be provided. 

In mountains where pack trains are the sole means of conveyance 
the triangulator's outfit is most conveniently carried in а pair of 
canvas pack bags (alforjas), which must be properly balanced. The 
tripod, umbrella, and wind sereens should be placed lengthwise on 
top, lashed to the saddle, and further balanced by properly disposing 
them on each side of the center. А canvas pack cover should be 
thrown over the whole and tucked in on all sides. 


ADJUSTMENT OF INSTRUMENTS 
PRECAUTIONS 


'The object glasses and eyepieces of all instruments must be prop- 
erly focused. The cross wires projected against a distant object 
should appear immovable when the eye only is moved. Before the 
adjustments are commenced the instruments must be firmly set up 
and leveled. Ап instrument may appear to be out of adjustment 
simply because some part is loose. The object glass may be partly 
unscrewed or an adjusting screw may be only partly tightened; 
level bubbles or cross wires occasionally become loosened. There- 
fore, before commencing the adjustment of an instrument look out 
for such defects. When it is thought that an adjustment has been 
completed, always test it before using the instrument. All adjusting 
screws should be screwed tight enough to hold, yet not so tight as 
to injure the threads or put a severe strain on any other part. Espe- 
cial care should be taken not to strain ће cross-wire screws. Adjust- 
ments should be made in the order given under the following headings, 
for some adjustments depend on the accuracy of others previously 
made, and a change in any one may affect the others. 


MICROMETER THEODOLITE 


Striding level.—Place the level (pl. 3) in the proper position on the 
telescope axis. Level carefully with the horizontal plates clamped, 
and rock the level slowly back and forth till the foot pieces strike. 
If the bubble leaves the center, bring it back by means of the side 
adjusting screws near one end of the tube. 

Reverse the level and bring the bubble halfway back to the center 
by raising or lowering one end of the tube with the screw at that end 
and the other half with the leveling screws. Repeat these operations 
till the adjustment is perfect. 

Standards.—After the striding level is in adjustment with the 
lower horizontal circle clamped, level the instrument in two posi- 
tions at 90° from each other. Turn on the vertical axis 180° from one 
position; if the bubble runs away from the center, bring it halfway 
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back by loosening one of the large capstan-headed screws under- 
neath the standards and tightening the other. Test the adjustment, 
and repeat it if necessary. 

Plate levels —Level instrument with the striding level only, then 
bring the bubbles of the plate levels to the center of their tubes by 
means of the end adjusting screws; or use the method described for 
adjusting the transit plate levels (p. 92). 

Micrometers.—Kach micrometer consists of three concentric tubes; 
the upper and lower ones slide in the central one. The lower tube, 
which holds the object lens when in proper position, is clamped to 
the middle one by means of the capstan-headed screw in the lower 
part of the J-shaped support. These two tubes may be moved 
together, or the lower one moved alone by loosening the proper 
screws. The upper tube contains the eyepiece lenses and is held in 
place by friction only. 

Focus the eyepiece on the two parallel movable threads, and do 
not change it afterwards. With the eye in position for setting the 
micrometer, tighten one and loosen the other of the two screws that 
hold the J-shaped microscope support to the main frame of the 
theodolite until the figures and graduations on the plate appear to 
be in the center of the field. 

Clamp the plate and by turning the micrometer screw set the two 
movable threads over a long graduation. Examine carefully to see 
whether they appear exactly parallel to it. If they are not parallel, 
loosen the two capstan-headed screws which clamp the micrometer 
tube, and twist the tube until the threads and mark appear parallel. 
Clamp the side screws lightly. 

Set the movable cross wires on a division to the apparent left of the 
field of view as for a regular angle reading, read the micrometer head, 
and record the reading. Turn the graduated head about five turns, 
stopping when the threads are set on the next 10’ division to the 
right; read and record. Repeat this operation several times. If 
the mean of the left-hand readings is the same as the mean of the 
right-hand readings, or within one division of it, the adjustment 
may be accepted as satisfactory. An actual count of full revolu- 
tions should be made at least once; otherwise the adjustment might 
wrongly be thought perfect for 414 or 515 revolutions. 

When the space covered by the two parallel micrometer threads, 
moved by exactly five revolutions of the micrometer screw, appears 
to be longer than one 10’ space on the graduated circle, to bring it 
into adjustment make the distance between the micrometer box and 
graduated plate longer by raising the middle part of the tube; but 
when the space is shorter than a 10’ space make that distance shorter 
also—that is, consider as connected or dependent the length of the 
thread space covered by an even five revolutions of the micrometer 
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screw and the distance between the micrometer box and the gradu- 
ated plate. When the former is longer than it should be, the latter 
should be made longer, if an adjustment is desired, and vice versa. 

To make the adjustment, loosen the small capstan-headed screws 
which clamp the microscope tube; then, if the thread space is long, 
twist the middle part of the tube (including the micrometer box) 
back and forth and at the same time pull 16 upward, thus lengthening 
the distance to the graduated plate. When by estimation it has 
moved far enough, which can be roughly determined by the amount 
of blurring that results from the lower lens being thrown out of focus, 
clamp the upper capstan-headed screw. The lower part of the micro- 
scope tube holding the objective lens must now be twisted and gently 
pushed downward till the graduations again appear in focus. If the 
movable threads and graduations are not then parallel, the upper 
screw must be again loosened and the tube turned far enough to 
make them parallel, after which both screws must be tightened. 
Test the adjustment by again measuring а 10’ space with the microm- 
eter. If itis still out of adjustment, repeat these operations till it is 
satisfactory. When the adjustment has been completed a scratch 
may be made on the tube below each support and used as a guide in 
future adjustments. 

The opposite micrometers may be placed 180° apart by setting 
one at a reading of 0° 0’ 0’’, with the comb scale exactly centered, and 
then centering the comb scale of the other micrometer over the 180° 
mark by means of the capstan-headed screw at the left-hand end of 
its box. Bring the micrometer threads over the 180° mark also; then, 
while holding the screw firmly in place, turn the graduated ring till 
it reads zero. 

When setting the micrometer wires on a graduation, it is very 
important that they be moving toward the right when the turning of 
the screw is stopped. Should they be moved the least bit too far to 
the right, turn back not less than half a revolution of the screw and 
then bring them forward again. In general, when a setting is made 
by means of a screw working against a spring, the spring should 
always be undergoing compression when the motion stops. 

Cross wires Тһе vertical wire should Бе truly vertical; otherwise 
an exact adjustment of the cross wires is not essential. 

After the striding level has been adjusted and the horizontal axis 
of the telescope carefully leveled, sight a distant point, raise and 
lower the telescope through an angle of 5° or 10°, and note whether 
the cross wires follow the point. If not, loosen the cross-wire ring 
and twist slightly; repeat the adjustment if necessary. 

Hold the striding level on the telescope parallel to the optical axis 
and, with the bubble in the center of the tube, set the intersection of 
the cross wires on a distant point and clamp both plates; lift the 
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telescope out of its supports and turn 180° around its optical axis; 
set 16 again on the selected point. If the striding level when placed 
on top of the telescope is horizontal and the vertical wire still cuts the 
point, the adjustment is complete. If not, shift the cross wires in 
either direction by means of the capstan-headed screws for one-half 
the apparent error. Repeat the test till the error is nearly all elim- 
inated. Finally readjust the vertical wire, if necessary; or both wires 
may be put in place by revolving them in temporary wooden Y sup- 


ports. у 
TRANSIT THEODOLITE 


The adjustments for striding level, standards, and plate level are 
the same for the transit theodolite (pl. 2) as for the micrometer 
theodolite. 

Collumation —Level carefully, sight on a point about 500 feet dis- 
tant, raise or lower the telescope slightly, and note whether the ver- 
tical wire remains on the point; if not, loosen the capstan-headed 
screw and turn the cross-wire ring till the vertical wire will remain 
on the point when the telescope is raised or lowered. Clamp the 
instrument, set the vertical wire so that it cuts the point selected, 
transit the telescope by revolving it 180° on its horizontal axis, and 
select a second point 500 feet distant in the opposite direction from 
the first. Unclamp the upper plate, turn the transit 180° on the 
vertical axis, set it on the point first selected, and again clamp the 
plate. Transit.the telescope, and if the vertical cross wire exactly 
bisects the second point its adjustment is perfect; if it does not, 
bring it one-quarter of the way back to the second point by turning 
the two capstan-headed screws on the sides of the telescope. 

Eyepiece tube—The eyepiece may be put into position over the 
cross wires by turning the screws that hold the eyepiece ring until 
the cross wires appear in the center of the field; an exact centering 
is not required. 

Telescope level.—1f there is a level attached to the telescope, it may 
be adjusted by the “peg method” after all the other adjustments are 
made, asfollows. Level the transit and bring the bubble to the center 
of the tube under the telescope. Take a reading on a leveling rod or 
pole 300 or 400 feet distant, which is held on a stake set firmly in the 
ground. Revolve the transit 180° on the vertical axis and after 
again bringing the bubble to the center set a second stake at the 
same distance as the first and at such an elevation that the rod or 
pole reading is the same as on the first stake. The tops of the two 
stakes will then be at the same elevation. Move the transit 25 or 50 
feet back of one stake and on a line with the other. Make the tele- 
scope as nearly horizontal as possible by means of the attached level, 
clamp it, and then take a reading on the rod held on the near stake 
and another reading on the distant stake. If the two readings agree, 
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the telescope is horizontal; if they do not agree, turn the tangent 
screw so as to bring the cross wire while set on the distant rod nearly 
to an agreement; repeat the operation until an agreement is reached. 
The telescope is then level, and the adjusting nuts at the end of the 
level tube should be turned until the bubble is brought to the center. 

Vertical circle or ате. Тһе screws holding the vernier for the verti- 
eal arc should now be loosened and the vernier moved until the reading 
is 0? while thé telescope is'still level. If there is no level under the 
telescope, the level attached to the vertical-circle vernier arm may 
be adjusted after the striding level and standard are adjusted, by 
revolving the instrument on its vertical axis and turning the slow- 
motion tangent screw (attached to the vernier arm) until the bubble 
remains in the center during an entire revolution. The index error 
of the vertical circle may then be found, and the vernier moved till 


the reading is 0?. 
OBSERVING AND RECORDING 


Time of observing.—As a rule, the best time for observing is during 
the three hours before sunset; the atmosphere is then steadiest and 
shows no “boiling.” The early morning hours are occasionally 
good but are likely to be less satisfactory. Cloudy or overcast days 
may be favorable. As a last resort, observations at night may 
sometimes be necessary, but these require special night signals and 
assistants to operate them and because of the additional cost involved 
are seldom warranted. 

Preparation for observing—Wherever practicable. the theodolite 
must be set over the station mark for reading angles, to obviate 
reduetion to center. In setting up the tripod the head-bolt thumb- 
screws must be left loose until the legs are firmly placed and then 
tightened. 

The instrument must be sheltered from both wind and sun. If 
the region affords no material readily available for constructing 
wind screens and sun shelters, a folding wind screen and a sun 
umbrella must be carried as a part of the regular outfit. 

Before observations are begun at a station all adjustments of 
the theodolite must be tested and such as are found in error must 
be corrected, special attention being paid to the micrometers to 
eliminate errors of run. The stations to be sighted must next be 
carefully identified by means of the directions shown on the plat 
or by means of angles previously taken with a prismatic compass. 
If any of the distant stations can not be seen with the unaided 
eye, some object in line with each which can be found quickly must 
be selected, or, if necessary, the direction to each may be marked 
by some object near by, so that no time need be lost in making the 
pointings when the angles are being read. 

Method of observing—With micrometer theodolites either single 
angles may be measured or circle readings (directions) may be made. 
In using the latter method select for the initial point some station 
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that is especially distinct and easily sighted and use it as the initial 
point for all sets of readings. The telescope being set on the initial 
point, read both micrometers, then sight the other stations in suc- 
cession in the order of their azimuths (clockwise rotations), closing 
on the initial point. Then reverse telescope, set on initial point, and 
sight the stations in reverse order. This completes one set of readings 
with telescope direct and reverse. Now shift the circle about 45° 
(examine the plate bubbles after this shift and relevel if necessary) 
and begin another set. When pressed for time, shift the circle when 
telescope is reversed. Мо angle should be considered well determined 
that has not been measured on at least four different parts of the circle 
or eight times in all, four with telescope direct and four with telescope 
reversed. When the telescope is reversed, each end of its axis will 
rest in the same Y as before. Reversals and releveling are of especial 
importance where there is an appreciable difference in the elevations 
of the points sighted. 

If the observations are made in the afternoon, take all secondary 
pointings before commencing the observations to stations, and make 
аб least two sets of such pointings; the remaining time for observing 
can then be devoted to the accurate measurement of the important 
angles while conditions are the most favorable. 

'The graduated circle should never be placed so that when pointing 
at any particular station the micrometers will be set to even degrees, 
except, as before noted, while data are being obtained for *reduction 
to center." 

Field record.—The field record is to be kept in book 9-912. It 
must be written in & plain neat hand with а No. 4 pencil or in ink, 
and no part of it must on any account ever be erased. А single . 
line should be drawn through erroneous records, the corrected figures 
being written above. If deemed necessary, an explanation should 
be written in the column for remarks. 'The memory should not be 
trusted for data of any kind; the record must be faithfully kept in 
all particulars and must be made so complete that it can be under- 
stood by another person at any time. 

On the flyleaf of each field notebook is а blank in which all infor- 
mation necessary to identify the book may be recorded. This blank 
should be filled so far as practicable on or before the first date of 
entry of field notes, and 16 must be completely filled before the book 
is forwarded to the Washington office. Any failure to fill in com- 
pletely the blank on the flyleaf of a field notebook should be re- 
ported by the computer to the division engineer. One of the blank 
flyleaves must contain an index of the contents. 'The date, name of 
station, time of observing, and names of observer and recorder 
should be systematically entered at the head of each page. 

The position of the instrument with respect to the center of the 
station must be clearly defined, and if it is set up off the center a 
full statement must be given of the distance and the angles measured. 

2926*—26——3 
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On the page immediately preceding the record of angles should be 
written a minute and complete description of the station occupied, 
the station’s marks, character of signal, nearest camping or other 
stopping places, roads, and trails, also a statement regarding the 
ownership of the land and such other information as will be helpful 
to the topographer. Тһе description must be written before the 
recorder leaves the station and should be accompanied by a rough 
diagram showing directions to other stations and plan indicating 
location of instrument or signal if it was not centered on the station. 

The following is a suitable station description: 


ELK, LEWIS COUNTY, KY. 


About 4 miles north of Petersville and 2 miles south of Glen Springs, on & 
eleared round knob at the head of Elk Lick and Black Lick, branches of Kinni- 
conick Creek. George Washburn lives at base of hill on north side, and his place 
can be reached by road up Elk Lick. An excellent view in every direction. 

Signal: Chestnut oak about 14 inches in diameter; distance 8.3 feet, true 
azimuth from station mark, 58° 11’. 

Station mark: Stone post with tabiet in top, set 30 inches in ground and rest- 


ing on bedrock. 

Underground mark: A + eut in rock. s 

A plat, drawn to scale, should always be prepared and forwarded to 
the office with the field notes. 

Reading and recording of angles.—When the micrometer wires are 
set for a reading with the Geological Survey theodolites it is very 
important. that the last movement of the wires be toward the right. 
The readings on the graduated head are then decreasing, and the spring 
attached to the slide that holds the wires is being compressed. If the 
cross wires are moved the least bit too far to the right they must not be 
turned backward merely to the setting but must be turned backward 
аў least а, half turn of the screw and then brought forward slowly to 
correct setting. When the setting is properly made a division on 
the graduated plate will appear exactly midway between the two 
movable cross wires, and an equal amount of white space will show 
on each side of it. А part at least of the micrometer adjustment in 
errors can be eliminated by making the settings with less than five 
turns of the screw; this can always be done if the right-hand part of 
the comb scale is sometimes used for comb-scale and micrometer- 
head readings, the 10-minute space being taken from the left. 

For all precision instruments in which a tangent screw and spring 
are used together, the setting should be made while the spring is 
being compressed; otherwise the “slack” of the screw may cause 
an error. 

The recorder should not only take down the readings called off 
by the observer but should without delay compute the angles between 
successive stations and also the mean readings. The following form ` 
is to be used for recording angles by the method of directions: 


с9 
ceo 


TRIANGULATION 


(„ОТ 40 o£% “ота 30 459103 HIEU 101815) 


" 
02761 ЕЕ 07| 0678 98 GF 
LT 98 L8* 98; “Оу 80; SEQ” ЕСА аба 5908 C0 NOS" SST [malim QU, аў аа ELE жа 
$6 Lg 91.98. Ok. | SP 166. BPE [66 OS BREA бе. бе 69) 17 а mU C a JO[Á99 T, 
75 65 SI OT A 10: 90.105. 1666122012082] /60- 0ТЕ Е 39 CER D EUIS SuguMOIQ 
Эт 98 68 се Sol] 9I ET. ZOL | 80 Ф 15т [80 LI раем Г, 
61 88 OI 40 ez | е6 бр 001 [92 SF 085 [26 SF (ялеш 1013816) 
be do eS E. GN XE cS MR eu. | GO. d г. Орлом 
2842031 240982121 
[44 18 OPE 70: 62. | II. 0; Вар We TO 89S во, A0. 89r SOS or Е а а ы ха 
ST [43 SB. ев? РЕТ 10 SPOOL [00.297 S008 | 00. Opa 086; re enn ce (418W 11013835) 
"Әә л") s1o39u1 Di 68 QE OI 26; |766 Ст NOD ORM ele Ор) eb Ol лае tens po са ee APAT, 
SPT HIBU 0013935 шол juejsrp ‘peidnoso0 qurod ongum 91 1g Sx 99 0p. | 20180 "Orc ев £0 Sd OR | SS Зшимо:9 
$5 58 OF PEA 9G) Gp ру: 95: GP ECC 090013802:60 «4098.1 Та зба “GPS | 7 9 USE UE m JO[A], 
SUruAOJq 
901351р seuss ПУ -cur'dpeunpy|-i0[£A9 ү .opÁen-«mTp1^ 7 Ore 2a PH SO вара. SE ае to xev Е = ЗО 
alt о | ар, o | “Ф, о | Dp , o 7924p 240252121 
авы x "Ei ў +E 
Грэта ' 
SHIBUICY -sueur 59188 941 JO SOBU suy mee я "полотуү | V “MoI рэзц8і5 501013939 
| -uns 03H14 suurnpoo 95944 ur] 
Js Ре х об $9 T 4 
'8'O "Ч “Teps000 | "совт ‘9 Arenuee “всі 
ИГТ "Я ‘19429340 зія ‘perdnoso 1013239 
, Гезва pueq-1g811] } [93889 рџец-әт] 
г < а 1 


64 TOPOGRAPHIC INSTRUCTIONS OF'GEOLOGICAL SURVEY 


In this example five sets of circle readings direct and five reversed 
were taken. The angles between stations were found by subtract- 
ing the mean reading at one station from that for the next following 
They are grouped in these columns merely for convenience; they may 
fill several pages. The next group on this or a following page would 
represent the angle Browning to Tweedy, and so on. j 

Only two readings on the station mark need be taken for reduction 
to center. 

Opposite each angle record any necessary information as to visi- 
bility of signals or atmospheric conditions. 

Field computations.—Angles at each station should be reduced to 
center in the field in order to test the triangle closures, which for 
Geological Survey work should seldom exceed 10 seconds or average 
more than 5 seconds. 

Arbitrary adjustments and preliminary computations of positions 
should also be made in the field. Book 9-889 should be used for 
summary of angles and for miscellaneous computations. Computa- 
tions for distances should be entered in book 9-901 and for coordi- 
nates in book 9-902. For field computations of coordinates where 
the lines are short, five or six place logarithms will give sufficient 
accuracy, and the computations may be shortened by omitting some 
. of the minor corrections, carrying results to tenths of seconds of 
latitude and longitude only. 

Аз soon as the preliminary computations are made the record books 
should be sent to the Survey office by registered mail. The com- 
putation books should also be sent by registered mail but on an- 
other day. 

Triangulation plot.—A careful plot of the work should be kept on 
the scale of 8 miles to an inch, and each month a reduced copy, on 
which angles measured are indicated by the usual sign, should be 
sent in on the monthly report blank. If this plot is carefully made 
it can be transferred directly to the office State progress map. 

In order to use the plot for finding the direction to distant stations 
place the protractor on it with 0° in line with a station that can be 
seen clearly; then read in turn the angle to each other station, thus 
obtaining an observing list. 

Azimuths.—Two true azimuths should generally be available for 
each square degree covered by the triangulation. These may be 
previously computed azimuths from independent sources or may be 
obtained by direct observations on Polaris. 

Azimuth observations.—An azimuth mark should be placed at least 
half a mile from the station. It should consist of a vertical slit one- 
fourth to one-half inch wide and 6 inches long, cut in a small box 
containing a candle or lantern. To illuminate the cross wires of the 
instrument and to read the angles, an electric hand lamp is to be 
preferred. 
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The observations should consist of not less than five direct and 
five reversed measurements between the star and mark. As the 
star is at & much higher angle of elevation than the mark, it is im- 
portant that the horizontal axis of the theodolite be adjusted with 
care and leveled. The ends of the striding-level bubble must be 
read at each setting on the star and a level correction computed if 
there is an appreciable difference between them, as shown in the 
example below. 

. .Observations on Polaris should be made immediately before and 

after elongation, as any error in the time of observation has then the 
least effect on the resulting azimuth. The time of setting the cross 
wires on the star must be recorded to the nearest second. The watch 
error must be known, and to this end the observer should compare 
his watch frequently with telegraphic time, which is sent over West- 
ern Union lines once а day, usually at noon, Washington standard 
time. 'The time meridian for which the watch is set must always 
be recorded; if “daylight saving" time is used, that fact must also 
be stated. 


Example of record of azimuth observations 


Station: Elk, Ky. 8-inch theodolite No. 434. One division of micrometer=2”. One division of level 
2" of arc. January 6, 1925. Watch 0» 23еее slow, 75th meridian standard time 


Telescope direct 


| | 
Level | Mierometer 
Object Time a.m. SEE EIE Mean Angle 
| West | East A. B 
Н. т. 8. Div. Div. d UE SS ам o p PNTE р 
MANI mE n ET RES xus e ДОЧЬ. 2 352 54 09 172 53 21 | 172 54 00 
По Re soe 1 10 50| 1LO| 10.0 | 298 35 24 | 103 35 05 108 35 29 
| 90| 120| 
| бот РОТ. ЗО ЗВ Eig MICA EET FT 64 18 31 
l -2.0 і 
Telescope reversed 
| E v аква 
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| | i : | 
| ER) ton ote о ета Ына з 64 18 40 
| | —2.0 
wis A SE Some d c oan US | exem 202 41 13| 22 40 22| 22 41 05 
Polang KO erc 20 26] 100| 1L0|138 22 24 [318 22 06,318 22 30 
| 10.0} 11.0 
О а аа вав adit ee 8 = 64 18 35 
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Telescope direct 
й | Shy IU UR P аа афр o NE HE 
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NoTE.—Four other sets should be taken. 
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TRIANGULATION COMPUTATIONS 


Preliminary computations of distances from unadjusted angles 
should be made in the field, as required by the rule on page 64. 

The steps in the final adjustment and computation are set forth 
below. 

Operations are completed in books 9-912, 9-889, 9-901, and 9-902. 
The results are tabulated on printed blanks 8 by 1026 inches in size, 
one blank for each station. 


CLOSING THE HORIZON 


In careful work closing errors will always be small and may be 
distributed among the angles in proportion to their number. If 
any of the angles measured should equal the sums of smaller angles, 
proper adjustments must be made before the horizon is closed. 


TABULATION OF ANGLES 


For convenience of reference a rough plot should be made for each 
station on part of a page in book 9-889, showing the relative size 
and position of the angles with names of stations sighted, and on the 
same or the foilowing page should be given a summary of all the 
angles at the station, in order of azimuth, with the angles and dis- 
tances to signals for eccentric stations. 

REDUCTION TO CENTER 


For eccentric stations the data for reduction to center should be 
indicated on the plat, and figures should be given for them in the 
summary. An illustration of the method of producing these data 
is given below. (See also fig. 2, p. 78.) Two sets of angles were 
read at Elk station (where an eccentric point was occupied), with 
one of the micrometers set very nearly on 100° 45’ when the tele- 
scope was pointing directly toward the center of the signal. The 
angle to each point in turn is given below. By measuring the angle 
with one micrometer reading 0° 00’ the computer would have been 
saved considerable trouble and the possibility of error would have 
been lessened. ‘The measured distance between the center of the 
instrument and the center of the station was 4.7 feet (1.43 meters). 

The formula for computing the swing in seconds for any line is: 

Distance to signal, Sine of angle between signal and far station 


Sine 1” ў Distance to far station 
The distance to signal will be a constant for each set up, hence 
its. logarithm may be combined with the sine of 1’’ and this constant 
used throughout the computation. The distances to the distant 
stations in logarithms of meters are derived from a preliminary 
computation. 


Log 1.48 =0. 15534 
Log sin 17 =4, 68557 


Log constant =5. 46977 
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ELK STATION 


Staton ее cate dO ERIT Dick Taylor | Browning Tweedy 

J NGO Е ЕО А arse me a er qct 23° 07’ 107] 68° 43’ 40" | 109° 16’ 54"! 206° 27” 10” 
а Тесна оаа аЬ Dc. cec hice echt | 5. 46977 | 5.46977 | 5. 46977 5. 46977 
Log sine апае... | 9. 59400 | 9. 96935 9. 97498 9. 64881 
ihe ALOR EST Nona е, знанае ась Ва 5. 70154 | 5. 59196 | 5. 74781 5. 03275 
Log correction. ^... 0. 76531 | 1.03108 | 1. 19251 0. 75133 
Correction 1n seconds- moie M. 28. xil] +5. 83 


+10: 74 | +15. 58 | —5. 64 


The sign for any correction is the same as that for the sine of the 
angle, therefore for an angle over 180? it will be negative. 

'The correction for any angle will be the difference between the 
corrections for the two lines bounding it, the lines always being 
taken in order of azimuth. 

Thus, for Dick-Elk-Taylor it will be à 

+10. 74 — 5. 64 


Te SPD For Browning-Elk-Tweedy it will be — 19 58 
+ 4.91" —21. 22 


The general rule is, change the sign of first correction (in order of 
azimuth) and add algebraically to the second correction. The sum 
will be the correction to the angle. The angles listed on page 72 
have all been corrected. 

The foregoing formula may be used also when it is desired to com- 
pute the swing for a line, which is to be applied at a distant 
station to change the pointing to the marked point—that is, the 
station center—from that taken to the signal. Whether the com- 
puted swing is to be added to or subtracted from a given angle may 
easily be found by an inspection of the diagram. 


COMPUTATION OF AZIMUTH OBSERVATIONS 


The daily change in Polaris is so slight that for the following 
computation no account need be taken of a fraction of a day in com- 
puting its position: 

Elk sta., Ky. Lat. 37? 28’ 47”, long. 82° 00’ 16”. 

January 6, 1925, at 1» 10™ 50* а. m. watch time.! 

Watch 23 seconds slow, 75th meridian (standard) time. 

Long. 82° 00’ 16" = 75° + 7° 00’ 16”, = 5^ 28™ 01" west of Green- 
wich, = 28™ 01» west of 75°. > 


е d up 8. 
Watch time of observation Jan. 6, 1925, а. m-------- 1 10 50 
ПШ Орви CONOC ON ue e rr EE ES +23 
Span ana О time: ce anette le АС РЫН OU ee ee 22. а TS 
K'ornecbiontbooesl'merndians аа c lv E —28 01 
ОНО Corea od vet Din абва ана nd alt o a ecd 0 43 12 
оао oium rer ioseph аца lore da аа afa s А, 5 28 01 
dumevatter0' Greenwiche ЕЕ (ae palit TS) 
0.1122 
6. 187 hours 


1 Commencing Jan. 1, 1925, the civil and astronomic days begin at midnight. Astronomic hours аге 
counted from 0h at midnight to 24h the following night. Prior to 1925 the азітопотіе day commenced at 
noon 12 hours later than the civil day. 
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' һ m. 3 

Sidereal time 05 Greenwich, Jan. 6------------------ 7 00 13 
Correction for 6.1876 = 6.187 (9.8565'”)------------- +61 

(Use Table III, Nautical Almanac, or p. 124 of Bulletin 650.) 
оса сутте еза e ne cte LL EE 0 43 12 
Sidereal time of observation or hour angle of vernal 

О lc amm ene en, TU ЕТЕ, 7 44 26 
Right ascension of Polaris, upper transit at Washing- 

tonnan o 1 O20 See м ь 134 4 
Hour angle of Polaris at time of observation.........- 6 9 45 у 


Hour angle ір аге = t (р. 125, Bull. 650) = 92° 26' 15”. 


The hour angle of Polaris can be computed with sufficient accu- 
racy from the tables in the General Land Office ephemeris as follows: 


Greenwich mean time of nearest upper culmination of 
Polaris, Jan. 5, 1925, p. m. (General Land Office n. m. s. 


ephemeris)-e- RO. me ame LL e LRL 6 35 24 
Reduction to longitude 82? 00’ 16’’ (Bull. 650, р. 126). —54 
Local mean time of upper culmination..-..-........- 6 34 30 
Local mean time of observation, Jan. 6, 1925, a. m. 

(TOES Sun ain 20р IC) Е e раса 0 43 12 

12 
Mean time hour angle (or time interval from upper 

culmination to observation)_—.---.----------.--.- 6 8 42 
Reduction to sidereal hour angle (Bull. 650, p. 126)... +1 1 
Siderealviiouryangletea=24 cease mee est creer 6 9 43 


The difference of 2 seconds between this and the figures obtained 
above for the hour angle is the result of the dropping of decimals in 


the General Land Office tables. 
The following are the formulas for azimuth and level correction: 


o sin t м 
tan A = — TF cos i а = вее ф cot à b = tan $ cot ô 
Level correction = — a (w+w')—(e+e") |tan h. 


in which, for the example above given, 
ф = latitude of station (37° 28’ 47’’). 
A = azimuth of Polaris at time of observation. 
5 = declination of Polaris at time of observation (88° 54’ 247”). ; 
t = hour angle of Polaris at time of observation (92° 26’ 157) (the S 
cosine is negative, sine plus in this example), value of one divi- | 
sion of level (2.0'/). 
w, w = readings of west end of level bubble, direct and reversed. 
е, е! = readings of east end of level bubble, direct and reversed. 
h = angular elevation of star (at elongation this is equal to the lati- 
tude, nearly). 


The level correction is used as a correction to azimuth A only. 
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Each azimuth computation should be made in a single column 
and for convenience the columns should be placed side by side in 
tabular form. 

The following is the computation of this observation: 


Level correction? (2x 0.77) =0.77" 


орви” 28 аа 9. 88466 
Bog coto (88. 5424 УС 8. 28068 
ор совт NO2: абата аа 8. 62869 (negative) 
По E ESL CHI T eee ae e 6. 79403 (negative) 
quo er T eae c RE C ТЕ ауе — 0. 000622 
1 

He PEC OS ТЕА на р 1. 000622 
«logiseo:0d(975 ава Ааа 0. 10042 
ООО ES БЕО) oe see eee 8. 28068 
Фора 1092 20) 15 Е 9. 99961 (positive) 
араба а а ава са SE ER 8.38071 (positive) 
Пора бувоваў moro esit ccm ee 0. 00026 (positive) 
Kortan РАР ЕЕЕ XO qms nu. —8. 38045 
А (the minus sign indicates that the star was ° $ di 

Ио о C аа ба аа —1 22 32.1 
i«bevel^eorreclion.-.-—.. 5-290. 20 e. Lene +0. 8 

—1 22 32.9 

Add algebraically to 180° to refer to the 

нь неее 180 
Angle'from|star to паг = 2 ЗА 64 18 31 
Azimuth of а 242 55 58.1 


TABULATION OF TRIANGLES 


By an inspection of the field plat of the triangulation determine 
what groups of triangles are so interrelated that a change in one will 
affect the others and what groups of triangles should be adjusted as 
а unit. For the triangulation by the Geological Survey, which is 
not executed for geodetic purposes, it is not advisable to include 
more than fifteen or twenty triangles in such & group, because the 
labor of solving equations for the adjustment of any group increases 
rapidly with its size. Four overlapping triangles form one of the 
simplest groups that may be adjusted by the usual least-square 
methods. 

Assume the group shown in Figure 1 for adjustment. Tabulate 
the angles for each triangle, as shown at (a), (b), (с), and (d) (p. 
72). Any angle in any of these triangles may be considered as the 
difference between the azimuths (directions) of its two sides. For 
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example, angle Dick-Elk-Taylor, or 4.3.1, as designated for con- 
venience by the figures assigned to each angle vertex, would be the 
azimuth or direction of the line 4.3 subtracted from the azimuth or 
direction of the line 1-3. Azimuths are always measured in a clock- 
wise direction. Therefore this angle may be indicated as —4.3+1.3 


/ ч 2 х 
Taylor Bro wring 


Dick 4 3^! 


FIGURE 1.—Quadrilateral for adjustment by least-square method 


or —4/3+1/3. In the latter form the denominator is always the 
figure at the vertex of the angle, and with the vertex pointing toward 
the observer the left-hand direction is always given the minus sign. 
(Directions will hereafter be referred to as sides.) 


COMPUTATION OF SPHERICAL EXCESS 


For any triangle on the earth's surface the sum of the three angles, 
if correctly measured, will exceed 180? by an amount varying with the 
area. For use in computing distances the observed angles must be 
reduced to their plane values by deducting one-third the spherical 
excess from each. The spherical excess for any triangle between 
latitude 25? and 45? is approximately 1 second for each 75.5 square 
miles of area, or exactly equals in seconds abm sin C, in which a, b, 
and C are, respectively, the lengths of the two sides in meters and 
the included angle of any triangle, and m is а constant depending 
on the latitude.? 

In computing spherical excesses for any figure (as fig. 1, for exam- 
ple) arrange the work systematically, the logarithms of each of two 


? Logarithms of m are given in Geographie tables and formulas, U. 5. Geol. Survey Bull. 650, p. 294, 1918. 
Between latitudes 30? and 50? log т may be found with sufficient accuracy for preliminary computations 
from the formula 1.40404-(45?—49?, used as a unit in the fourth decimal place). For example: Lat. 37°, 
45—¢=8, m=1,4048 (tabular value- 1.40482); lat. 49°, 45—ф=—4, т=1.4036 (tabular value=1.40359). 
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sides in meters from а preliminary computation, the logarithm of 
the sine of their included angle, and the logarithm of m for the mean 
latitude for each triangle; place in a column. Give the figures for 
the triangle at the head of the column, as 4.3.1, using the angle 
4.3.1 and the sides 4—3 and 1-3 in the computation. 


Computation for spherical excess 


Triangle | азл 1.3.2 
«OE Sido Е E E лен мо. DE аа 4. 29846 4. 40804 
Log side b 4. 40804 4. 25219 
ОШО а 9. 85406 9. 81304 
AEn Siro: хава SOUS 1. 40475 1. 40475 
Top sphernicaletz0oss. one oo. та De Bg Bite, Pte ise а ара 9. 96581 9. 87802 
Spherical excess in seconds 0. 92 0. 76 


Mean latitude, 37° 35’. 


In the same manner compute the spherical excess for each of the 
remaining triangles. Many such computations can be conveniently 
made in the book (9-901) used for preliminary distances, in the 
left-hand column adjacent to each triangle. 

As the spherical excess for a given area is constant, the sum of the 
spherical excesses for the triangles 1.3.2 and 4.3.1 must equal the 
spherical excesses for the other two. This check should always be 
applied to the results. 


LEAST-SQUARE ADJUSTMENT 


By the least-square adjustment of а triangulation net, the most 
probable values are found from the more or less diseordant measure- 
ments. These will not necessarily be the true values but they will 
be such as to produce consistent results. А line or position com- 
puted from them will be the same even if computed from different 
sets of triangles. 

After deducting the spherical excesses from the sums of angles for 
each triangle (а), (b), (c), (d) (see below), the differences between the 
remainders and 180? will be the errors, plus for remainders over 180? 
and minus for those less than 180°. 

The algebraic sum of the closing errors of two of the triangles (of 
any quadrilateral) should equal the algebraic sum of the closing 
errors of the other two which cover the same area: 


— 8. 45 +2. 74 
+4. 70 —1. 49 


+1. 25 4-1. 25 
This check should always be applied. 
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The rules for determining the number of angle equations and the 
number of sine or side equations required for the proper adjustment 
of any figure are these: 

L—S-F1-angle equations. 

L—28--3-side equations. 
where L equals the number of lines in the figure observed in both 
directions and S the number of stations. А solution of these equa- 
tions for a quadrilateral shows that three angle equations and one 
side equation are required. In selecting the equations for a large 
group of triangles, it is well to consider each part of the figure in 
detail, commencing with three stations, adding stations with the 
lines to them one at & time, and at each step computing the angle 
and side equations required. 

The side equation in a quadrilateral fixes the condition that three 
lines shall meet in one point. 

In the present example it is immaterial which three of the four 
triangles are used for the adjustment. 


Angle equations 


З ? Correc- Corrected 
Stations Side Observed angle BHO spherical angle 
o , " n o , "n 
поа V US —1/34-2/3 40 33 19.17 +2.13 | 40 33 21.30 
(а)- Taylor. —2/1+3/1 44 03 30.52 +0.61 | 44 03 31.13 
Browning —3/2--1/2 95 23 07. 62 +0.71 | 95 23 08.33 
р ‚ 179 59 57.31 180 00 00.76 
Spherical excess. 0. 76 —0. 76 
ГОГ -----5 —3. 45 
Dick. —1/44-2/4 40 09 14.16 —0.90 | 40 09 13.26 
(b) —2/1--4/1 94 38 08.09 | '--0.21| 94 38 08.30 
—4/24-1/2 45 12 37.04 +2.18 | 45 12 39.22 
179 59 59.29 180 00 00.78 
Spherical excess- 0.78 —0. 78 
О —1.49 
ijo ро ВНУ а, —4/3+1/3| 45 36 3490| -2.97] 45 36 31.98 
(Q1Dick......... 22211 —1/4+3/4 83 48 58.15] —1.33 | 83 48 51.82 
Taylor —3/1+4/1 50 34 37.57 —0.40! 50 34 37.17 
180 00 05.62 180 00 00.92 
| ада. WIE COSE 
пут) ее +4. 70 
—4/3--2/3 86 09 54.07 —0.84 | 86 09 53.23 
-.| —2/4+3/4 48 39 38.99 —0.43 | 43 39 38.56 
| —3/2--4/2 50 10 30.58 —1.47 | 50 10 29.11 
180 00 03.64 180 00 00.90 
Spherical excess- 0.90 —0. 90 
поро раа +2. 74 


То select the sines for the side equation: Consider the figure аз а 
pyramid with vertex (the pole) at 1; by redrawing the figure with the 
line 4—2 dotted and the triangle 1-3-4 shaded, it will appear to the eye 
as such а pyramid. Select for the first set of angles for the side equa- 
tions those opening to the front in going around the base of the pyra- 
mid from 2 to 3 to 4 to 2; for future reference mark them with solid 
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arcs of circles; the remaining angles around the base make up the 
other set and may be marked with dotted arcs. "The pole should be 
selected so that the two smallest angles will be used in the equations. 
Find the sines for each set of angles, recording also the differences for 
1” for each; call the first set of sines plus and the second set minus, 
find the difference between them, and give it the sign of the greater. 


Side equations 


Differ- | Correc- | Correc- 

Sides Observed angles} Log. sines ence tion in tion to Goren’ 

fori" | seconds | sines С 

o , и 

—1/44-3/4 83 48 53.15 9. 9974645 2.2 —1.33 —8 9. 9974642 
44 —4/24-1/2 45 12 37.04 9. 8510731 +20. 9 +2. 18 --46 9. 8510777 
—1/34-2/3 40 33 19.17 9. 8130350 +24. 6 +2, 12 +52 9, 8130402 
(e) 9. 6615726 9. 6615821 
—1/44+9/4 | 40 09 14.16 | 9.809453 | +24.9 | —0.91 —23 | 9.8094520 
—4—3/24-1/2 95 23 07.62 9. 9980787 —2.0 +0. 71 —1 9. 9980786 
—4/3--1/3 45 36 34.90 9. 8540576 +20. 6 —2. 97 —61 9. 8540515 
9. 6615906 9. 6615821 
9. 6615726 9. 6615821 
—180 0 


Equations of condition are now made up as follows: For triangle 
(а), equation (f), error equals —3.45'^; this is made up of the errors in 
the azimuth or direction of the sides — 1/4 --3/4 —4/2 + 1/2 — 1/3 4-2/8, 
six in all. In like manner form equations (е) and (h). The side 
equation (1) is made up as follows: The error of the sines, being the 
difference between the two sets, is —180. To correct the sines 
changes in seconds to be found for the angles must be multiplied by 
the differences for 1 second in column 4 of (e) for the given angle; 
hence for the first sine this will be +2.2 multiplied by the corrections 
to be given the directions — 1/4 and +3/4, or if expressed in a simple 
form it will be —2.2 1/4+2.2 3/4. Treat each side and difference for 
1 second in like manner, noting, however, that for the second set of 
sines, which is considered negative, each sign given for the side will 
be reversed—for example, the first pair is written +24.9 1/4 —24.9 
2/4. It will be noticed that in the first form of (i) as written, 1/2 
appears twice with like signs, 1/4 appears twice with unlike signs; 
combine like terms algebraically, thus reducing the equations to the 
second form of (i). For the convenience of the computer and in 
order to avoid the handling of large numbers, equation (i) has been 
divided through by 100, which is equivalent to taking as the unit 
the fifth place of decimals of the logarithms. 

(f) 0— —3.45— 1/3--2/3—2/1--3/1—3/2-4-1/2. 

(g) O= —1.49— 1/4-- 2/4 —2/1-4-4/1— 4/2 4- 1/2. 

(В) 0— 4-4.70— 4/34- 1/3—1/44- 3/4 — 3/1 4- 4/1. 

(i) 0— — 1.80 — 0.022 1/4-- 0.022 3/4— 0.209 4/2+ 0.209 1/2— 0.246 1/3-1-0.246 2/3 
— (— 0.249 1/4--0.249 2/4--0.020 3/2— 0.020 1/2— 0.206 4/3--0.206 1/3). 
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Combining like terms and changing all signs within the parentheses 
reduces equation (i) to the following form: 

(i) 0=—1.80--0.227 1/4-1- 0.022 3/4— 0.209 4/2-|- 0.229 1/2— 0.452 1/3--0,246 2/3 
— 0.249 2/4— 0.020 3/2-1- 0.206 4/3. 

There are now four equations to be solved and 12 unknown 
quantities; the latter are combined and reduced to four by means of 
correlates. In the following table column (j) contains the designa- 
tions of the sides or directions for which corrections are required. 
Column (k) contains on the proper lines the algebraic coefficients 
for the sides from equation (f); for example, —1/3, considered as a 
quantity, might be written —1(1/3), and +2/3 in like manner written 
+1(2/3); —1 and +1 are therefore the entries for column (К), lines 
1/3 and 2/3. 


Correlates 


Correlates after substituting computed 


(0) (ю Ф (m) (n) values 


Er ea Correc- 
tions 


Sides 


; 1 2 3 4 
Sides | 1 2 3 4 озм | +0.590 | —o.651 | 43.010 


Normal equations are formed from the table of correlates as fol- 
lows: Column 1, line 1, of (o) (p. 75) contains the sum of the squares 
of each quantity in column (k). Column 2, lines 1 and 2, contains, 
first, the sum of the products of each quantity in column (k) by 
corresponding quantities in column (1); second, the sum of the 
squares of each quantity in column (1). Column 3, lines 1, 2, and 3, 
contains the sum of the products of (К) by (m), (1) by (m), and (m) by 
(m) (thesquares). Column 4 is made up in the same manner, using the 
quantities and signs as given. If columns 1, 2, and 3 arecompletely 
filled out by products found as indicated above, it will be found that 
the quantities from +6.000 down the column are the same as those 
from +6.000 along the lines to the right to column 4. But as the 
former are not needed in the solution they may be omitted; when 
retained, the equations in full will be as follows, the second member 
of each equation being zero: 
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(о) Normal equations 


| 
Absolute 


| 
t | 2 | 3 2 term 
| | j 
+6.600 | --2. 000 — 2. 000 —3, 450 
--2.000 |. --6.000 | +2. 000 —1. 490 
—2. 000 2.000 | 6. 000 4-4. 700 
+0. 947 —0. 038 —0. 863 —1. 800 | 


These are ordinary algebraic equations which may be solved by 
the usual rules of algebra, but, as the solution of 10, 15, or more 
equations is often required in Geological Survey work, the process 
should be conducted systematically as shown. 


Solution of normal equations 


(p) 
Absolute 
1 2 3 4 term 
(p) 4-6. 000 4-2, 000 —2.000 | -+0, 9470 —3. 450 
(рэ) (—. 1667) —. 888 +. 383 —. 1578 -|. 575 
(рз) . 8537 —. 340 
(p4) . 0663 -L. 064 
2 (ps) . 3705 +3. 720 
(po) . 0926 —. 930 
(p) . 31060 —. 935 
(рв) 3. 2196) +3. 010 
Absolute 
2 3 4 ierm 
(qi) —1. 490 
(q2) -H. 150 
(аз) 4-4. 700 
(94) —1. 150 
(а5) +. 170 
(ав) —1. 800 
(ат) +. 544 
(qs) —. 023 
(qo) +. 344 
(г) 
1 9 3 4 
(г) +0. 575 40. 064 —0. 930 +3. 010 
(гэ) —. 475 +. 200 +. 279 
(r3) —.217 +. 326 —. 651 
(r4) —. 197 +. 590 


(rb) —. 314 
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The first normal equation is written in full on line (pi); parts of 
the other equations are written on lines (qi), (qa), and (9). The 
reciprocal from Barlow’s tables of the first quantity (+.6.000, line 
(pı), column 1), is placed in parentheses, line (рз). The product of 
this reciprocal (0.1667) by the quantitites on line (pi), columns 2, 3, 
and 4, and absolute are written immediately under each in turn; 
the quantity +0.333 (line (p;), column 2) is now used as а multiplier 
. for line (pi) (omitting column 1), and the products are placed in 
columns 2, 3, 4, and absolute, line (qə); in like manner the quantities 
— 0.333 (line (pz), column 3) and — 0.1578 (column 4) are used as 
multipliers and the products written on lines (q4) and (q;). The 
algebraic sums of lines (qi) and (42) are now written on line (рз), 
which is then used as if it were an original equation. The reciprocal - 
of +5.333 is found and used as a multiplier as before, and the pro- 
ducts are written on line (pj. The next products are wtitten on 
lines (qs) and (qs). The sums of each column of lines (9з), (44), and 
(qs) is carried over to (p;). The process is repeated for each equation 
until finally the product +3.010 is found, which is the value for un- 
known quantity numbered 4. "This value and also the quantitites 
in the column of absolute terms, lines (pj), (ps), and (ps), are copied 
in the table (т), line (м). With 4-3.010 as a multiplier products of 
each quantity in column 4, lines (pe), (pj), and (р»), are found and 
written on line (т), columns 3, 2, and 1. Column 3.ог (г) is then 
summed. and the result (— 0.651) is the value of unknown quantity 
numbered 3. This is used as a multiplier and products found with 
quantities from columns 3 and 2, lines (ра) and (ps), and in like manner 
values for unknown quantities numbered 2 and 1 are found. 

The solution of the normal equations and the values found for the 
unknown quantities may be checked by substituting in the full 
equations (p. 75). 

The next step in the adjustment is to substitute the values for the 
four unknown quantities in the table of correlates (p. 74) and to find 
the correction for each side. The method of doing this can be easily 
seen by following the process through the right-hand half of that 
table. For convenience, the value found for each unknown quan- 
tity is written at the head of columns 1, 2, 3, and 4. Hach of these in 
turn is multiplied by quantities in columns 1, 2, 3, and 4 of the left- 
hand part of the table and the products are placed in the right-hand 
part on the same line with the multiplicand. "The final correction 
for any side is then the algebraic sum of the quantities, which are on 
line with the side number in columns 1, 2, 3, and 4 (at the right side 
of the table). Thus the correction 2/1 is made up of +0.314 
— 0.590 = — 0.276; this is the correction in seconds to the side. The 
correction for any angle, then, is the difference between the cor- 
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rections for the two sides bounding it. For example: Angle at Elk, 
triangle (а), is: 

—correction 1/3= + 1.698 

+correction 2/3= + .426 


1- 2.124 


The correction for any sine is the correction for the corresponding 
angle multiplied by the difference for 1’’ in the sine. 

It is desirable to have triangles close without errors greater than 
а tenth of а second and to have side equations close to the sixth 
place of the logarithm, but unless the normal equations are carried 
to three or four decimal places there will possibly be residual errors 
of two or three hundredths in some triangle closures. It is, however, 
considered allowable in Geological Survey work to make arbitrary 
changes of not over +0.03’’ in angles in order to obtain consistent 
results. 

The figures for adjustment will generally be larger than quadrilat- 
erals, though they may be made up of quadrilaterals or triangles 
which do not overlap and are therefore independent each of the other. 
When they do overlap select for the first pyramid group (p. 70) the 
one which takes in the largest number of triangles and set down 
(according to the formula on p. 72) the number of triangle equations 
required to adjust it completely, remembering that the triangles 
used must always cover the whole area once but not twice. For the 
second group set down the number of triangle equations required by 
the rule as if they were from an independent pyramid group, but 
omit from those selected all which would be adjusted in or by the 
first group, the vertex of the pyramid being so situated that a base 
triangle will not be included in a former group. In other words, as 
group by group is added to the first find for each a single side equation 
and as many additional angle equations as are required, including in 
the number all triangles adjusted by a previous group excluding those 
which appear in each or which would appear in each if the vertex of 
the pyramid were taken in a different place. 

In any figure in which each station is sighted from every other one 
no attention need be paid to the selection of triangles for use in the 
adjustment; they may be taken at random, provided the number 
required by the formula is used. 

In order to adjust an extensive triangulation scheme, the strongest 
groups are adjusted first; then if lines or triangles in them form 
parts of other groups, their first adjusted values are given infinite 
weights and thus left unchanged. 

In connecting new groups of triangles with those previously 
adjusted, if more than a single adjusted line is used a condition must 
be introduced fixing the relative length of the adjusted lines. For 
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example: Let the solid lines in. Figure 2 represent an adjusted group 
and the dotted lines part of a new group of triangles to be adjusted. 
It is evident that the distance a с and the angle a b с are fixed by the 
completed adjustment; therefore in adjusting the new work a side 
equation must be used in order to maintain the relative length of the 
lines a б and b c. This may be taken from the quadrilateral a d c e 
with the central point 5, infinite weight being given to the five 
adjusted lines. 

'The accuracy of figure adjustments will be increased if the sines 
of the smallest angles are used in forming the equations and if each 
figure used covers the 
largest possible area; but 
on the other hand labor 
will be saved if as few 
angles as possible are in- 
volved. These conditions 
appear when two figures 
overlap; in such cases a 
sum angle can be used in 
adjusting one figure, with 
a saving of labor, but 
unless all the triangles are 
of good shape it is better to 
take the triangles which cover the largest area. . Whether the slight 
increase in accuracy justifies the extra labor involved depends on the 
quality of the work. 

The angles to be used depend on the position taken for the pole 
of the assumed pyramid. 


FIGURE 2.—Condition to be introduced in connecting new 
triangles to those previously adjusted 


WEIGHTED OBSERVATIONS 


If the field notes show that certain angle measures are incomplete 
or uncertain it is generally advisable to introduce weights. These 
may be in the form of fractions or whole numbers, but in assigning 
them the field observations and records alone should be considered, 
not triangle closures. An infinite weight is given when it is desired 
to hold the value for a direction, as when it is taken from a previously 
adjusted figure. A weight of co for a side reduces all correlate- 
table products for it to 0—in other words, eliminates its effect on 
the normal equations. 

Weights are used only in the table of correlates оп page 79. As 
an example of their use let weights be assumed for directions in the 
table of correlates as follows: 

The rule for forming normal equations from weighted correlates 
is that each product for a given side is to be divided by the weight 
for that side before combining it to form a term in the equation. 
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For example: The first term in equation 1 is made up as follows 
from column t of the correlates: 


Side 2/1 (—1) (—1) + weight 2— 4-0.500 
Side 3/1 (+1) (+1) + weight 1— 4-1.000 
Side 1/2 (+1) (+1) + weight 2— 4-0.500 
Side 3/2 (—1) (—1) + weight 3=+ 0.333 
Side 1/3 (—1) (—1) = weight 1=-+1.000 
Side 2/3 (+1) (+1) + weight $=-2.000 


4- 5.333 


The sum of these quantities, 5.333, is the coefficient of the first 
term. "The fourth term of equation 1 is 

Side 1/2 (+1) (+0.229) + weight 2= -- 0.1145 

Side 3/2 (—1) (— 0.020) + weight 3— -- 0.0067 

Side 1/3 (—1) (—0.452) -= weight 1— 4-0.4520 

Side 2/3 (+1) (4-0.246) + weight $=-0.4920 


+ 1.0652 


Combining these quantities gives +1.0652, which is the coefficient 
of the term desired Each other term of the normal equation is 
found in a similar manner. 

These equations after solving by the usual methods give the 
values at the head of columns 1, 2, 3, and 4 in the right-hand part 
of the following table of correlates. These values after multiplying 
by the quantities in columns t, u, v, and w are placed in their ap- 
propriate spaces and the sum for each line found as described on 
page 76. Each sum thus found for a side is then divided by the 
weight for the side, the quotient being the correction for the side, 
and the corrections thus found, if applied to the triangles (p. 72) 
and the side equation (p. 75), will make a complete adjustment for 
the figure. 

Correlates for weighted equations 


1 
Bra dein od 1 2 3 4 divided 
H d [ent uem. m 1у1аес 
Sides | Weights (—0.415)|(+-0.703)|(—0.756)|(+3.236)| 898 | "py 
ов 4 weights 
2/1 Р —0. 144 
3/1 il 1 +. 341 
4/1 di S —. 053 
1/2 2 1 +. 514 
3/2 ВЕ +117 
4/2 1 РЕ —1.379 
1/8 ЕЕ —1. 804 
2/3 ied +. 764 
4/3 T +1. 422 
1/4 2 +. 394 
2/4 1 Ean —. 103 
3/4 | TN ess —. 685 
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Normal equations 


1 2 3 4 Absolute 
-5. 888 +1. 000 —2. 000 +1. 0652 —3. 450 
+1. 000 4. 500 1. 500 . 039 —1. 490 
—2. 000 +1. 500 +5. 500 —. 750 +4. 700 
+1. 0552 —. 039 —. 750 +. 526055 —1. 800 


| 


In the solutions of the normal equations on page 75 no method 
was shown for checking the work before the final values of the un- 
known had been found and substituted in the full equations. "There 
is а simple method for checking a solution frequently, and as it in- 
volves but little extra labor it should be adopted when a large number 
of simultaneous equations are to be solved. "The check requires an 
added term for each equation, the numerical value of which is the 
algebraic sum of all the coefficients and the absolute term of each 
full normal equation. 'The check numbers should be given a sign 
opposite to that of the sum, so that the equations will still have the 
form of (а) + (b) + etc. — 0. 

In the following solution the check is used; the solution differs 
slightly in form of arrangement from that shown on page 75 and 
is in some respects simpler. 

'The check column is numbered 6; the first term, line (a), is the 
algebraic sum of each quantity on line (а) with the opposite sign; 
similarly lines (c), (>), and (1) contain check numbers found from 
the sum of the quantities in each of the full equations; but as all the 
terms of each equation are not written down they may be found, 
because of the symmetry of the equations, from quantities given in 
other equations. For example, for equation 3 add together the 
quantities in column 3 of the normal equations (p. 75) and those on 
the third line: — 2.000 + 1.500 + 5.500 — 0.750 -- 4.700 —8.950; hence 
— 8.950 is the check number. The check numbers are to be treated 
in the solution as if they were absolute quantities. 

For the first equation the reciprocal of the first coefficient (5.333) 
with its sign changed is —0.1875; this multiplied by each term of 
line (a) gives the quantities in line (b). 

The quantity —0.1875 (column 2, line b) is next taken as a mul- 
tiplier for all the coefficients immediately above it and for others to 
the right on line (a), the products being written on line (d). 
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Solution of equations, with check 


" 5 6 
Reciprocals 1 2 3 4 (absolute) (check) 
—0. 1875 +5. 333 +1. 000 —2. 000 | +1. 0652 — 53. 450 —1. 948 (а) 
=L —. 1875 +. 375 —, 1997 +. 647 +. 365 (b) 
+4. 500 +1. 500 | —. 0390 —1. 490 —5. 471 (е) 
—. 187 +. 875 —. 1997 +. 647 +. 365 (а) 
E2910. ieu я +4. 313 +1. 875 —. 2387 —. 843 — 5. 106 (e) 
—1, —. 435 +. 0554 +. 195 +1. 184 (0 
+5. 500 —. 7500 +4. 700 —8. 950 (g) 
—. 750 -F. 3995 —1. 204 —. 730 (h) 
—. 816 | -. 1088 +. 367 +2. 221 (і) 
аза ў м азарае exte rer РР +3. 934 —. 2467 - 3. 773 —7. 459 (і) 
—1. +. 0627 —. 959 +1. 896 (К) 
++, 526055 —1. 800 4.998 | (1) 
—. 212720 +. 689 +. 389 (m) 
—. 013224 —. 047 =. 283 (п) 
—. 015468 +. 236 —. 468 (0) 
ЕОР ВР: Е ТОБА Os VERE T +. 284643 —. 921 +. 636 (р) 
=k +3. 236 —2. 235 (q) 
+b. 647 +. 195 —.959 | +3.236 — |... (r) 
—. 646 +. 179 zs 208 || eek Ы 2 42. (5) 
—. 284 +. 329 ЧЕ СНЕ (t) 
—. 756 

—. 132 Sti AUR ie epee eee E core un Каа аа (u) 
lode Ema а ce emule Es REL. e ee (v) 


Products for equation 3, witten on line (h), are found with the 
multiplier +0.375 and the quantities in columns 3, 4, 5, and 6, 
line (a). All the other numbers on line (b) for any set of equations 
except those in the absolute column 5 and the check column 6, are 
used as multipliers, and the products are written under the equations 
to which they belong. Lines (c) and (d) are next added algebraically 
and the sums written on line (e). 

Line (e) now consists of a complete equation containing but three 
unknown quantities, an absolute term, and & check term, and the 
algebraic sum of all the quantities on the line should be zero, reason- 
able allowance being made for slight errors introduced from the 
dropping of decimal places beyond the fourth. This constitutes the 
first useful application of the check term. 

The reciprocal of the first term in line (e) with sign changed is 
—0. 2319; this multiplied by each quantity in line (e) gives the prod- 
ucts on line (f); these also if combined algebraically should equal 
zero, and thus the work is again checked. 

Products from multipliers for each unknown quantity (— 0. 435 and 
+0. 0554) are next found in the same manner as for lines (a) and (b) 
and written under the equations to which they belong (on lines (i) 
and (m) in this example). The algebraic sum of each column under 
equation 3 is next to be found and written on line (j). This is now 
& complete equation with two unknown quantities, and the sum for 
the whole line should equal 0, this being the third use of the check 
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term. This elimination process is repeated and the check applied 
until line (q) is reached, the absolute term then being the value of 
the fourth unknown. This value is written on line (г), column 4, 
and the absolute quantities from column 5, lines (k), (f), and (b), are 
written in columns 3, 2, and 1, line (г). The numerical value of 
number 4 is next to be multiplied by the coefficients of number 4 
in column 4, lines (К), (£), and (b), and the products written on line 
(5), columns 3, 2, and 1, respectively. The sum of the quantities in 
lines (г) and (s), column 3, is —0. 7560, which is the value found 
for unknown number 3, and this value substituted in column 3 gives 
products for line (5). 


ADJUSTING LINES TO UNOCCUPIED STATIONS 


An adjustment can be made for the three lines to an unoccupied 
station as follows: Correct the observed angles to the unoccupied 
point to agree with previously adjusted angles at each occupied 
station; then form a side equation, making the unoccupied station 
the pole of the pyramid, if thereby the small angles are used in 
making up the equations. 

The swings for the lines to the unoccupied station, which will be 
the corrections desired, will be the products of the sine differences 
for 1” (coefficients of the sine equation) by the absolute term, divided 
by the sum of the squares of the former. 

For each additional line more than three to the unoccupied station 
an additional side equation is required, all to be solved in the usual 


manner. 
COMPUTATION OF DISTANCE 


The computations of distance are to be made in book 9-901. 
The triangles are arranged in order from a given base or known side, 
one page or part of a page being taken for each new station. For 
each triangle the adjusted spherical angles and the spherical excess 
are given to hundredths of seconds. 


Example of computation of distance 


; Я Log sines 
А Spherical |Spherical} Plane angle PH 
Station angle excess (9.8853615) es 

ON Um RU Ld 4. 2084616 
iBrowninges- sec а ЕА НЕНЫ 50 10 29.11 —0.30 | 50 10 28.81 0, 1146385 
LON seas See cad M DRE аба ВА 86 09 58. 23 — .30 | 86 09 52.98 9. 9990268 
КА Е Ва БА eae 43 39 38.56 — .30 | 43 39 38.26 9. 8390917 
i ЗО ОООО оО ЕВЕ [807 00 M00500 5322 E 
IMIS ET С cl dr M REI ONE DEI E С: Browning to Elk. 4. 2521918 
IVI ESAT GIODO ана а Е РЕ Aire Browning to Dick. 4, 4121264 
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After adjustment of several overlapping figures has:been com- 
pleted, it is occasionally necessary to find the length of some line 
joining two points which has not been included in the adjustment. 
Such lines may usually be computed by the formula for “two sides 
and the included angle."? 


The rule for the solution of plane triangles for which the three 


angles and one side are given is that the sides are proportional to the 
sines of the opposite angles. Ву always arranging the angles in the 
form above suggested, with the new station first, the solution is made 
somewhat mechanical. The logarithms of the sines of plane angles 
аге used; that for the angle at the new station from which distances 
are required to the other two stations is written immediately above 
the angle; its arithmetical complement (10 minus the sine) is written. 
to the right and on line with the angle. Each of the other sines is 
placed on line with the angle to which it relates. Immediately 
above the sines is written the logarithm of the. distance in meters * 
between the second and third stations in the triangle; in the example 
this is 4.2984616 for the line Elk to Dick. 

To get the logarithm of the distance from the new station (Brown- 
ing in the example) to one of the other stations, omit the sine opposite 
the latter and add together the remaining logarithms in the right- 
hand column. The distance to thousandths of a mile for each com- 
puted line must be found and placed to the left of the names of the 
terminal stations. The work should be verified by comparing dis- 
tances for each line that has been computed from two or more 
triangles. ; 


COMPUTATION OF GEODETIC COORDINATES 


For the computation of geodetic coordinates use book 9-902 and 
check results by computing each position from two stations which 
form a triangle with the new station. For convenience, only one 
of the computations is here given: | 


3 U. S. Geol. Survey Bull. 650, p. 8, 1918. 

+ Meters are used by the Geologieal Survey in all triangulation computations for the reason that the 
best obtainable geodetic factors are those prepared by the United States Coast and Geodetic Survey, 
which are metric, 
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Azimuth a: Elk- Dick 


Jerre ССА 


Spherical angle at Elk 


Azimuth a’: Elk—Browning___-------------- 


Azimuth (a): Browning—Hlk_..----=-----=--= 


LATITUDE 

o 7 (44 
Ung 87 28 47. 82 
jac) ARR 9 88. 88 (+) 
eso 87 88 26. 20 


Computation for latitude: 
4. 2521918 
8. 5110415 


Toss Dye 2. 7625980(—) 
ПОБ Ета) 8. 50488 
ТОСЕ TM 1. 28948 


2.8771 
log [1-- IIP.. 5. 5252 


Woy: HDD 9025 


log EL 6. 0528 
log s sin? a’_ 5. 9700 
log cbr 2. 7626(—) 


log (IV)... 4. 7854(—) 


OE нава . 000(—) 
(ў ee cn 578, 898(—) 
(CHO cuentan . 002+ 
UNDE . 008-- 
(ye Des . 000(4-) 


7 “г 


| З Аф... 678. 888(—) 


9 38. 88(+) 


azimuth used in the computations.] 


log cos а”... 9. 9993647(—) 
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o , 


56 
09 


ГА 


01. 12 
58. 28-- 


05 
00 


54. 85 
24. 02 


06 18. 87 


LONGITUDE 


o , 


82 00 16.16 
0 89. 40(—) 


77 


Elk. 


Browning. 81 59 86.76 


Computation for longitude: 


los SEL IER 4. 2521918 
A arc and sine log sin a/.... 8.7828074(—) 
(logis) Leer Обо AE EN 8. 5091777 
(log V)--- +00 log вес $----- 0. 1013532 
——— . Aa and $---- (—6) 
— 06 НЕ ІГ М 
о) 8 1. 5955295(—) 
89. 408— 
АЕ EX 89. 40— 
Computation for azimuth: 
я 4 us И 1. 595580(—) 
937 28 247.8 7 eee) 7) 
9/37 38 26.2 log sin( 2 9. 785041 
Ao 
67 18.5 log seo( 52 0. 000000 
32/188. 9204 О ЗОРЕ 1. 880572(—) 
Е 24. 02(—) 
Маа 24''. 02(4-) 
Azimuth check. 
o 7 1! 
[I+II] 578. 891 58 16 47. 48 
log [I+II] 2. 762598 З OG HS 
log [I+IIP 4. 525196 50 10 29.11 


Spherical angle 
at Browning 50 10 29. 11 


| Computation of azimuth а, in book 41505, page 26. 
| Spherical angle and distance s, in book A1570, page 32. 


Computed by D. M. F. 


| [Notr.—The signs (+) or (—) placed after logarithms are the signs of the cosines or sines of the 
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In this example the azimuth, 96° 56’ 01’’.12, is derived from a 
previous computation. The spherical angle is that at Elk from the 
adjusted figure. Whether to add or subtract this can be determined 
very easily by inspecting a plat of the stations, but when for one of 
the pair of computations the spherical angle is added, the other is 
always subtracted. The latitude and longitude at Elk are also 
derived from a previous computation. Logarithm s is the logarithm 
of the distance in meters between Elk and Browning. The constants 
В, С, D, and Е are taken from “Geographic tables and formulas” 5 
for the known latitude at Elk. Cosine а” and sine а” are functions 
of the azimuth Elk to Browning. The algebraic sign of each of these 
functions as fixed by trigonometric rules determines the sign of the 
resulting quantity. The signs of (П) and (ПТ) are always positive; 
that for (IV) is always opposite to that of (I). "The constant А” and 
secant ¢’ in the longitudinal computation are for the new latitude, 
which requires that the latitude computation be made first. "These 
two factors will be the same for each of the pair of computations for 
the new position. For short lines, corrections (III) and (IV) will 
generally be less than 0.01” and may be neglected. 

When the logarithm of distance s in meters exceeds 4.0000000, a 
correction will usually be required for logarithm (V) for the differ- 
ence between the arc and sine. The constants for computing this 
correction are given on page 292 of “Geographic tables and formulas,’’® 
the arguments being log distance s and log (V). The difference 
between the values found is to be applied, according to the sign of the 
greater, to log (V) before finding the value of the latter in seconds. 

Six places of decimals will usually give sufficient accuracy for 
log (VI). The logarithm of secant (23) may be taken from page 
291 of “Geographic tables and formulas." When log (V) is large, 
say over 3.5000000, a correction in seconds ? will be needed for Да 
expressed by the factor (AX)? F. The logarithm of (V) is multiplied 
by 3 and added to the logarithm of F, which is given in the tables; 
the value in seconds for the resulting logarithm is always to be added 
to the previously found value in seconds for (VI). 

The latitudes and longitudes for each point thus computed in 
pairs should agree within one or two one-hundredths of a second. 

The difference between the two reverse azimuths should also agree 
with the corresponding adjusted spherical angle within one or two 
one-hundredths of a second. 

The formulas for finding azimuth and distance between points 
whose latitude and longitude are known and the form for 3-point 
computations are given in “Geographic tables and formulas." 
Special blanks for 3-point work may be procured by application 
to the Washington office. 


5 See also Coast and Geodetic Survey Special Pub. 8, 1911. 
6 U, Б. Geol. Survey Bull. 650, 1924. 
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TABULATION OF RESULTS 


The final step in the computation of triangulation is the tabulation 
of the results. A printed blank is used; on it is written the name of 
the station, the State and county in which the station is situated, 
the kind of signal and the center mark used, a full description of the 
station (see p. 62), the latitude and longitude, the azimuth, the back 
azimuth, and the logarithms of distances in meters and corresponding 
distances in miles to all other stations from which it is visible; also 
a statement regarding the datum on which positions are based. 
Whenever possible this should be the North American datum (form- 
erly known as the United States standard datum). 


SUGGESTIONS TO COMPUTERS 


Do not crowd your work; paper is comparatively cheap. 
Do your work in a systematic manner. If it permits tabular 
arrangement, always use the forms approved by other computers 


unless you can convince them that yours are better. The survey - 


has printed forms for many purposes; these should be used whenever 
possible, for by their use the work is made more mechanical, and the 
more mechanically the work is done the less chance there is for error. 

A computer who is inexperienced or out of practice should check 
his work in every way possible. He should check logarithms either 
of numbers or of circular functions by using first a tabular value for 
a quantity less than the given one and then a greater tabular value, 
so that the differences in one case may be added and in the other 
subtracted. This operation may be reversed when the logarithm 
is given and numbers or angles are required. 

Many errors are made by taking out the first three figures of a 
logarithm from the wrong line of a seven-place table where a dash 
over the fourth figure indicates that the first three should come 
from a lower line. 

As the algebraic signs of cosines and sines are so frequently re- 
quired, the rules governing them should be fitmly fixed in the mind; 
as an aid to this remember the general rule that distances measured 
upward or to the right on the conventional plat of the quadrants of 
the circle are considered positive, and others negative. The wrong 
use of signs is a very common ‘source of error. 

Where the function of an angle over 90° is desired, instead of 
subtracting 90° or 270° from the angle to find the argument, add 
the figures in the tens and hundreds of degrees places together and 
prefix the sum to the unit degree figure, dropping the sum if E 13 
9. Thus 121? gives 1--2—3, and 31° is the argument; 184° gives 

Н 
+ 


1+8=9, drop it, leaving 4° for the argument; 290° gives 9+2 an 
? ? > > 2 


М ———_А—ы—ы—ы—ыы——— 
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drop 9 from the 11 or add the two figures a second time, giving an 
argument of 20°. 

Each step in а long computation, if it is not at once automatically 
checked, should be checked by repeating the computation. 

Check the copying of angles, distances, etc., taken from adjusted 
results for use in new computations; also check figures carried from 
page to page. 

Gross errors are sometimes made by using the sine when a cosine 
is required, or by writing а product in the wrong column, as east-for 
west, in primary-traverse computations. 

Placing the decimal point in the wrong place is а, common mistake. 
This may in many cases be corrected by а mere inspection of the 
quantity to see whether it appears of proper value. 

Good judgment should be exercised in the degree of accuracy 
sought for а given result. For the preliminary computation of 
geographic positions, for example, six-place logarithms will suffice; 
these can be taken from a seven-place table with only a rough inter- 
polation. А four-place logarithm can often be used to advantage. 
The accuracy of the results obtained should equal the requirements; 
more than this involves а waste of time. 

The foot, yard; and mile are the units adopted for all Geological 
Survey field work, but for geodetic computations meters are-used. 
The best conversion tables for metric and English measures are 
those published by the Bureau of Standards. In using these tables 
all changes from one system to another should be checked by revers- 
ing the operation. The logarithms for the interchange of these 
measures are given in “Geographic tables and formulas," page 364. 

When computers are duplicating work and a difference is found, 
each should recompute the result before correcting either, as errors 
have frequently been made by changing the correct figures. 

When two persons are comparing a copy with the original if the 
reader occasionally calls out a wrong figure or word intentionally 
and notes whether the error is Spp up, it tends to keep the listener 
more intent on the work. 
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